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NOTE: 
various issues are as follows: 


Pages 1-74: July 1955 


Pages 75-194: October 1955 


A 


Acetylene, Escape During Fire. Q49:375 
Acrylonitrile, Fires Involving. Q49:291 
Acetyl Peroxide, Properties of. Q49:259 
Acetate Taffeta. See Clothing Flammability 
Advertisers, Index to: Q49:194, 272, 426 

Aerial Ladders. See Ladders 

Air, Compressed, Ignition Source: Q49:22 
Aircraft Fire, Frontispiece. Q49:276 

Aircraft Fires, Large Loss, Summary. Q49:393 
Aircraft Hangars. See Hangars 


Alarm Box, Fire, vee to Report Fires Effec- 
tively: Q49:311, 352 


Alarm Delayed: 
Fire Alarm Box Inoperative: Q49:297, 313 


Observers Did Not Call Fire Department: 
Q49 :324, 347 

Occupants Fought Fire: Q49:280, 299, 300, 
302, 305, 338, 342, 347, 348, 352, 353, 371, 380, 
382, 387, 390 

Smoke Not Reported. Q49:338 

Sprinkler Bell Disregarded. Q49:352 

Telephone Wires Burned: Q49:297, 311, 392 


Alarm System, Home. Q49:9 
See also Detection, Delayed 


Alarm System, Local: 
Lack of: Q49:285 


Alcohol Plant Fire, Philadelphia. Q49:65 
Aluminum, Properties of. Q49:174 
a Gas Association Laboratories. Q49: 


Ammonia, Properties of. Q49:266 

Ammonium Nitrate, Properties of. Q49:250 

Ammonium Perchlorate, Properties of. Q49:256 

Amusement Building Fires, Large Loss: 
Silver Springs, Fla., June 17, 1955; Q49:380 
St. Louis County, Mo., May 3, 1955. Q49:380 

Animal Feeds. See Food Products 


Ansul Chemical Company, prassoch and De- 
velopment Division. Q49: 


Apartment Fires, Large Loss: 
St. Paul, Minn., Dec. 13, 1955. Q49:368 
Syracuse, N. Y., Aug. 13, 1955. Q49:368 
Appliances, Electrical. See Electrical Appliances 
Ash Trays. Q49:222 
Ashes, Fires Caused by. Q49:193 
Asphalt Roofing. See Built-up Roofing 
Athletic Clubs. See Clubs 
Attics and Roof Spaces, Undivided: Q49:281, 
285, 300, 326, 329, 339, 340, 343, 357, 361, 365, 
366, 370, 379 
Automatic Fire Detection. See Detection, Fire, 
Protection Lacking and Alarm Systems 
‘‘Automatic” Sprinkler Speman. of Ameri- 
ea, Technical Division. Q49:2 
Automatic Sprinklers. See minor 
Australian Commonwealth Experimental 
Building Station. Q49:242 


References are to Volume Number and Page. The page numbers in the 


Pages 195-272: January 1956 
Pages 273-426: April 1956 


B 


Babcock, Chester I. Q49:153 

Bahme, Charles W.: Q49:162, 250 

Bakeries. See Food Products 

Banks. See Office Buildings 

Basement, No Access for Fire Fighting: 

Q49 :327, 333, 337, 387 

Batts. See Insulation 

Benzoyl Peroxide, Properties of. 

Blank Walls. See Walls 

Board of Directors Meetings: 
May 16, 1955. Q49:7 
July 18, 1955. Q49:158 
Jan. 26, 1956. Q49:396 

Boat Factory. See Woodworking Plants 

Boiler Room. See Furnace Room 

Boilers. See Furnaces 

Bond, Horatio: Q49:115, 233 

Bowling Alley Fires, Large Loss: 
Ocean City, N. J., Feb. 9, 1955. Q49:382 
New York (Brooklyn) N. Y., March 6, 1955. 

Q49 :382 


Q49 :258 


Boys, Children, Fires Set by: Q49:193, 348, 352 
375, 377 


Brandveiligheidsinstituut T.N.O. Q49:234 
Brick Works Fire, Large Loss: 

Carrollton, Ohio, July 30, 1955. Q49:291 
Brigades, Fire, at Marathon Plant. Q49:108 
Brigades, Industrial: 

Casualties. Q49:305 

Lack of at Fires: Q49:297, 315, 346, 357, 368 

Ineffective. Q49:305 

Satisfactory Performance: 

345, 375, 376 
Bromine, Properties of. Q49:166 
Bugbee, Percy. Q49:201 
Building pon ecw Warehouses. See Warehouses 


Buildin Syyemes Manufacturing. See Wood- 
working Plants 


Buildings. See also Construction, Combustible 
Buildings, Fire-resistive: 
Large Fires in: Q49:295, 324, 347, 354, 370 
With Wood Roof. Q49:370 


Buildings, Outside City Limits, 
Q49 :305, 307, 357 


Buildings, Tall, Fire Fighting Handicaps: 
Q49 :324, 354 


Buildings Under Construction Fires, 
Loss: 
Bradenton, Fla., June 15, 1955. Q49:382 
Halifax, N. S., Oct. 13, 1955, Q49:383 
Longueuil, Que., Feb. 4, 1955. Q49:364 
Pittsburgh, Pa., June 28, 1955. Q49:382 
Prince Albert, Sask., Sept. 16, 1955. Q49:297 
Built-up Roofing, Ignition During Fire: 
Q49 :352, 382 


Q49 :294, 321, 322, 


Fires in: 


Large 
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Cc 


California State Fire Marshal Laboratory. 
Q49:119 


Canadian National Research Council, Fire 
Research Section. Q49:148 
Canadian Standards Association, 

Division. Q49:149 
Canneries. See Food Products 
Car Barn Fire, Large Loss: 
Pittsburgh, Pa., May 18, 1955. Q49:383 
Comes — Properties of as Refrigerant. 


Approvals 


Carbon Dioxide Fire Protection. By Charles 
A. Goetz. Q49:179 


Cosgeee, Hazardous—Safer Stowage on Ships. 
y Carl E. McDowell. Q49:31 


Casualties. See Brigades, Industrial 
See Exits, Inadequate 
See Fatalities 


Causes, Fire. See Specific Cause 

Causes, Number of Fires by. Q49:186 

Ceiling Furnaces. See Furnaces 

Ceilings, Combustible. See Fibreboard 

Ceilings, Nonfirestopped. See Walls and Ceilings 

Charleston, S. C. Pier Fire: Q49:4, 390 

Chemical Plant Fires, Large Loss: 
Barberton, Ohio, Sept. 14, 1955. Q49:292 
Bauer, Utah, Sept. 20, 1955. Q49:294 
Front Royal, Va., May 12, 1955: Q49:47, 292 
Kearny, N. J., April 28, 1955. Q49:291 
Memphis, Tenn., Nov. 2, 1955. Q49:294 
Midland, Mich., April 3, 1955. Q49:291 
Philadelphia, Pa., May 26, 1955: Q49:65, 292 

Chemicals, Fire Protection for. By Charles 

Bahme: Q49:162, 250 
Children. See Boys 


Chimneys, Flues, Defective, 
Q49:193, 331, 386 


Chlorine, Properties of: Q49:163, 164 
Church Fires, Large Loss: 
Athens, Ohio, Feb. 5, 1955. Q49:377 
Chicago, Ill., Dec. 25, 1955. Q49:379 
Quincy, Mass., July 29, 1955. Q49:377 
Shreveport, La., March 26, 1955. Q49:377 
Syracuse, N. Y., Dec. 7, 1955. Q49:379 


Church Oyster —— ” Panic. By Richard 
E. Stevens, Q49:2 


Cigarette Fire BS By Joe R. Yock- 
ers and Louis Segal. Q49:213 ; 


Cigarettes. See also Smoking and Matches 
City Manager i at Fire. By Charles A. 
Harrell. Q49: 
Clothing and Dry ania Stores. See Stores 
Clothing Flammability, Evaluating. By Arthur 
Spiegelman. Q49:223 
Clothing, Ignition by Cigarettes. Q49:223 
Clothing. See also Fatalities 
Clubs, Athletic, Large Loss Fires: 
Haverhill, Mass., Dec. 30, 1955. Q49:382 
Iowa City, Iowa, Jan. 28, 1955. Q49:380 
Club, Night, Fire, Large Loss: 
San Francisco, Calif., July 11, 1955. Q49:387 
Club, Officers, Fire, Large Loss: 
Andrews Air Force Base, Md., 
1955. Q49:389 
Coal Dust. See Dust 
Coal Fired Furnaces and Stoves. 
and Cooking Equipment 
Coffee Roasting Plants. See Food Products 
Coke, Fires Involving: Q49:294, 356 


Cause of Fire: 


Jan. 21, 


See Heating 


College Fires, Large Loss: 
Mitchell, S. D., Feb. 12, 1955. Q49:365 
Columbia University in the City of New York. 
Q49:119 


Cooking Equipment. See Heating and Cooking 

Combustible Construction. See Construction 

Combustibles Near Heaters, Fires Caused by. 
Q49 3193 


Conflagrations: 
Bowling Green, Va., April 10, 1955. Q49:325 
Construction. See also Buildings 


Construction, Combustible, Factor in Expo- 
sure Fires: Q49:295, 301, 304, 320, 324, 325, 
331, 334, 340, 348, 350, 353, 380 


Consulting Fire Protection Engineering. By 
George F. Prussing. Q49:11 
Conveyors. See also Openings 


Conveyors, Opening, Fire Spread Through: 
Q49 :294, 313, 320, 354 


Cork Insulation. See Insulation 


Cork Insulation Board, Manufacturing. See 
Woodworking Plants 


Cotton, Ignition by Cigarettes. Q49:219 
Cotton Warehouses. See Warehouses 
Cutting Torches. See Torches, Cutting 


D 


Delayed Alarms. See Alarms, 

Delayed Detection. See Detection, 

Department Stores. See Stores 

Department Store Warehouses. See Warehouses 

Detection, Botenet, Factor in Fire Experi- 
ence: Q49:2 297, 300, 301, 302, 303, 305, 
316, 317, ais: on. 322, 324, 326, 327, 328, 329, 
330, 333, 334, 337, 388, 339, 340, 341, 342, 343" 
345, 346, 348, 350, 351, 354, 357, 358, 361, 364, 
365, 366, 372, 373, 374, 375, 376, 377, 379, 382, 
385, 386, 387, 389, 392 


nn Systems, Complete, at Fires. Q49: 


Delayed 
Delayed 


Detection Systems, Partial, at Fires. Q49:355 
ee eee Properties of. Q49: 


Dichloromonofluoromethane, Properties of. 
Q49 :266 


a am, Properties of. Q49: 


Diesel Locomotive, Fires Caused by. Q49:392 
Dip Tanks, Substandard. Q49:302 

Distillery Plant Fire: Q49:65, 292 

Division Walls. See Walls 

Doors, Fire. See also Openings 


Doors, Fire, Blocked or Left Open During 
Fire: Q49:291, 303, 318, 329, 339, 352 
Doors, Fire, Failure of. Q49:370 


Doors, Windows Blocked, Fire Fighting Han- 
dicaps: Q49:342, 350, 355, 356, 362 


Dormitories, Fires, Large Loss: 
Quebec, Que., Dec. 8, 1955. Q49:370 
Schefferville, Que., Sept. 29, 1955. Q49:368 
Drought, Fire Fighting Handicap. Q49:354 
Dry Chemical Extinguishing System. By 
Arthur B. Guise and James A. Lindiof. 
Q49 :52 
Drying Ovens. See Ovens 
Ducts, Exhaust, Factor in Spread of Fire: 
Q49: 1 


~~, Heating and Ventilating, Fire Spread 


: Q49 3342, 365 
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Dust: 
Coal, Explosions. Q49:292 
Collectors, Lack of. Q49:354 
Fire Spread on Structural Members: Q49: 

- 295, 314, 315, 318, 320, 321, 354, 356, 375, 

Grain, Explosions: Q49:295, 354 
Ignition by Friction Sparks. Q49:295 
Wood, Explosions of. Q49:320 

Dye Works. See Textile Working Plant Fires 


Earle, Francis, Laboratories, Ine. Q49:119 

Eaves. See Gables 

Editorials: 
Charmed Department Stores, The. Q49:200 
Large Fires of '55, April QUARTERLY. Q49:199 
Lest We Forget! Q49:199 


Electrical Appliance Plant Fires. See Metal- 
working 


Electrical Equipment, Ordinary in Hazardous 
Location: Q49:302, 307, 318, 354 


Electrical Equipment Warehouses. See Ware- 
houses 
Electrical Fires: 
Appliances, Fires Caused by: Q49:302, 318, 
356 


Estimates, 1954. Q49:193 
oters, Fires Caused by: Q49:291, 301, 382, 
38 
Wiring, Fires Caused by: Q49:303, 304, 305, 
331, 337, 352, 379, 383, 385 
Electrical Generating Plant Fires, Large 
Loss: 
Cheshire, Ohio, July 28, 1955. Q49:294 
Electrical Inspectors, Responsibilities of. By 
B. A. McDonald. Q49:16 
Electrical Lamps. See also Light Bulbs 
Elevator Shafts. See Openings 
Employee Training, Fire Brigades. Q49:108 


Employee Training, Safe Operating Proce- 
Maures, Needed: Q49:292, 294 


Employee Training. See also Brigades 

Employees. See Occupants 

Engineering, Consulting, for Fire Protection. 
Q49:11 


Evacuation, Delay in. Q49:285 

Evaluating Cities Flammability. By Arthur 
Spiegelman. Q49:223 

Exhaust Ducts. See Ducts 

Exhaust System, Flammable Vapor, Lack of: 
Q49:65, 292, 307 

Exit Lights, Failure. Q49:285 

—_, Inadequate, Cause of Casualties. Q49: 
3 


Exits, Locked. Q49:281 

Explosions: 
Coal Dust. Q49:292 
Fatal. See Fatalities 
Fire Gas: Q49:297, 315, 339, 342, 357 
Fires Caused by. Q49:193 
Flammable Liquid: Q49:291, 292, 294, 304, 
Gas. Q49:303 
Grain Dust: Q49:295, 354 
Resonant Heating Cause of. Q249: 
Wood Dust. Q49:320 

Explosion Vents. See Vents 


Exposure Fires. See Construction; Flammable Liq- 
uids, Flowing; Gables and Eaves; Grass; Passage- 
ways; Roofs; Rubbish; Sprinklers, Exposure Pro- 
tection, Inside; Sprinklers, Exposure Protection, 
Outside; Walls; Windows, Ordinary Glass; Win- 
dows, Glass Block 

Exposure, Fires Caused by. Q49:193 

Extinguishers: 

Inoperative. Q49:334 

Insufficient Capacity or Number at Fire: 
Q49:291, 299, 300, 315, 318, 321, 347, 352, 
356, 368 

Satisfactory Performance: Q49:317, 354, 356 

Unapproved Types. Q49:9 

Wrong Kind Used: Q49:280, 305, 342 


ant Systems. See Carbon Dioxide, Dry 
Chemical, Sprinklers. 


F 


Fabrics, Ignition by Cigarettes. Q49:223 
Fabrics. See also Clothing; Flammable Fabrics Act; 
Textile Plants; Wearing Apparel 
Factory Insurance Association. Q49:120 
Factory Mutual Laboratories. Q49:235 
Fatalities: 
—: Q49:291, 292, 294, 296, 309, 311, 
Firemen: Q49:352, 356, 357, 359 
Re-entered Buildings. Q49:304 
Trapped by Fire: Q49:281, 298, 300, 337, 368, 
390, 392 
Wearing Apparel Fires: Q49:373, 389, 392 
Feathers, Ignition by Cigarettes. Q49:219 
Fertilizer Plant Fires, Large Loss: 
Kenbridge, Va., Sept. 19, 1955. Q49:295 
Fertilizer Warehouses. See Warehouses 
Fibreboard, Combustible, Influenced Fire 
Spread: Q49:277, 301, 302, 305, 311, 319, 342, 
343, 366, 377, 382, 387 
Finishing. See Spray Finishing 
Fire Alarm Box. See Alarms Delayed 
Fire Boats: 
Effective. Q49:390 
Lack of. Q49:390 
Fire-resistive Buildings. See Buildings 
Fire Department. See Protection, Public Fire 
Fire Detection System. See Detection System 
Fire Doors. See Doors 
Fire Extinguishers. See Extinguishers 
Fire Fighting Handicaps. See Basements; Build- 
ings, Tall; Doors; Drought; Floods; Hose; Lad- 
ders; Walls; Water Supplies 
Fire Gas. See Explosions, Fire Gases 
Firemen Casualties. See Fatalities 
Fire Prevention Week Contest, 1955 Winners. 
Q49 :203 


Fire Protection, Consulting Engineering. By 
George F. Prussing. Q49:11 

Fire Protection Developments in 1955. By 
Percy Bugbee. Q49:201 

Fire Protection for Chemicals. By Charles W. 
Bahme: Part 5: Q49:162, Part 6: 250 

Fire Pumps. See Pumps 

Fire Record of Cities, 1955. Q49:401 

Fire Research. By Horatio Bond: Part 1: 
Q49:115, Part 2: 323 

Fires and Fire Losses Classified, 1954. Q49:186 

Fire Tests, Insulated Metal Roof Deck. By J. 
A. Wilson. Q49:92 
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Fire Walls. See Walls 
Five Cent to a Dollar Store. See Siovres 
Flammable Fabrics Act. Q49:22: 
Flammable Liquids: 
Explosions of. See Explosions 
Fires Caused by. Q49:193 
Fires Caused by Improper Transfer. Q49:334 
Fires Involving Improper Storage: Q49:303, 
319, 387 
Flowing: Q49:307, 309, 311 
Ignition by Cigarettes. Q49:220 
Ignition by Friction Sparks. Q49:296 
Ignition by Static Sparks. Q49:311 
Poured on Wood, Coal Stoves. Q49:333 
Spills, Causing or During Fires: Q49:292, 
294, 296, 302, 304, 307, 311, 333, 334, 338, 347, 
366, 368, 373, 389, 392 
Flammable Vapor Exhaust System. See Exhaust 
System 
Flannel. See Clothing Flammability 
Floods and Fires: Q49:153, 299, 301, 315 
Floods, Fire Fighting Handicap: Q49:153, 299, 
301, 315 
rims and Walls, Oil-soaked: Q49:300, 321, 


Flues. See Chimneys 

Fluorine, Properties of. Q49:162 

Foam Rubber, Ignition by Cigarettes. Q49:219 

Food and Grocery Warehouses. See Warehouses 

Food Products (Animal Feeds) Plant Fires, 
Large Loss: 

Memphis, Tenn., Jan. 27, 1955. Q49:295 
Des Moines, Ia., March 6, 1955. Q49:295 
Food Products (Bakery) Plant Fire, Large 

Loss: 
Chicago, Ill., Sept. 1, 1955. Q49:296 
Food Products (Cannery) Plant Fire, Large 
Loss: 
Vincentown, N. J., June 15, 1955. Q49:296 
Food Products (Coffee Roasting) Plant Fire, 
Large Loss: 
Birmingham, Ala., Oct. 15, 1955. Q49:297 
Food Products (Fruit Packing) Plant Fires, 
Large Loss: 

Summerland, B.C., Nov. 17, 1955. Q49:297 
Underwood, Wash., June 28, 1955. Q49:297 
Food Products (Meat Packing) Plant Fire, 

Large Loss: 
Prince Albert, Sask., Sept. 16, 1955. Q49:297 
Food Stores. See Stores 
Forest Fires, Large Loss: 
Green Swamp, N.C., March 23, 1955. Q49:384 
Haystack, Calif., Sept. 4, 1955. Q49:384 
Lake Philips, N.C., March 30, 1955. Q49:384 
Madison and Taylor Counties, Fla., March 
7, 1955. Q49:384 
McGee, Calif., Sept 2, 1955. Q49:384 
New Bern, N.C., April 20, 1955. Q49:384 
Refugio, Calif., Sept. 6, 1955. Q49:384 
Six Mile, Calif., Sept. 7, 1955. Q49:384 
i re, Que., June 30, 1955. Q49: 


pene Peak, Calif., Sept. 6, 1955. Q49: 


West Fork, Calif., Aug. 14, 1955. Q49:384 
Forest Fires, Research in, Q49:135 


Forschungstelle fiir Feuerloschtechnik an der 
Technischen Hochschule, Karlsruhe. Q49: 
246 

Friction Heat, Fires Caused by. Q49:294 
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Friction Sparks. Sce Sparks and Flammable Liq- 
uids, Ignition of 

Front Royal Rayon Plant Fire. By Miles E. 
Woodworth. Q49:47 

Fruit Packing Plants. See Food Products 

Furnace Room, Not Cut off: Q49:320, 366 

Wemasese, Boilers, Fires Caused by: Q49:320, 

Furnaces, Gas-fired Ceiling, Fires Caused by: 
Q49:313, 341, 386 

Furniture Factories. See Woodworking Plants 

Furniture Stores. See Stores 

Furniture Warehouses. See Warehouses 


G 


Gables and Eaves, Ignited by Exposure Fire: 
Q49 :299, 338, 352 
Garage Fires, Large Loss: 
Baltimore, Md., Jan. 31, 1955. Q49:372 
Bridesburg, Pa., April 29, 1955. Q49:373 
Douglas, Ga., Dec. 30, 1955. Q49:374 
Port Huron, Mich., Feb. 14, 1955. Q49:373 
Quebec, Que., Sept. 16, 1955. Q49:373 
St. Boniface, Man., Jan. 25, 1955. Q49:372 
St. Charleston, W. Va., Oct. 31, 1955. Q49:373 
Gas 
Explosions. See Explosions 
Fired Ceiling Furnaces. 
Fired Furnaces and Stoves. 
and Cooking Equipment 
Fire. See Explosions 
Fires Caused by. Q49:193 
Leaks During Fires. Q49:291 
Gas, Liquefied Petroleum: 
Factor in Fires. Q49:368 
Properties of. Q49:171 
Gasoline Stations, Fires, Large Loss: 
Lancaster, Ky., Sept. 9, 1955. Q49:334 
Gas Vent Design, Practical. By Richard L. 
Stone. Q49:68 
Gas Wells. See Oil 
Glass Block Windows. See Windows 
Glass, Fibre. See Insulation 
Glass Windows. See Windows 
Glue Warehouses. See Warehouses 
Goetz, Charles A. Q49:179 
Grain Dust. See Dust 
Grain Warehouses. See Warehouses 
Grass, Factor in Exposure Fire. Q49:347 


Grinnell Corporation Research and Develop- 
ment Division. Q49:122 


Grocery Stores. See Stores 
Guise, Arthur B. Q49:52 


See Furnaces 
See also Heating 


H 


Halogens, Properties of. Q49:162 

Hangar Fires, Large Loss: 
Malton, Ont., March 22, 1955. Q49:385 
South San Francisco, Calif., Dec. 29, 1955. 

Q49 :385 

Hardware Stores. See Stores 

Hardware Warehouse. See Warehouse 

oe Turning Plant. See Woodworking 

ant 
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Harrell, Charles A. Q49:5 


Hazardous Cargoes on Ships, Safer Stowage 
of. By Carl E. McDowell. Q49:31 


Heating Ducts. See Ducts 
Heating and Cooking Equipment, Fires Caused 
by. Q49:193 
Helicopters, Fires Involving. See Aircraft 
Helicopters, Used in Fire Fighting. Q49:390 
Historic Building Fire, Large Loss: 
Sudbury, Mass., Dec. 22, 1955: Q49:198, 386 
Home Fire Alarm Systems. Q49:9 
Homes for Aged, Fires, Large Loss: 
Nicolet, Que., Dec. 31, 1955. Q49:370 
Topeka, Kans., July 26, 1955. Q49:370 
Horizontal Openings. See Openings 
Hose, Insufficient. Q49:376 
Hose, Standpipe. See Standpipe and Hose 
Hotel, Fire Problem. Editorial. Q49:199 
Hotels, Fires, Large Loss: 
Atlantic Beach, N. C., March 31, 1955. 
Q49 :370 
Lakewood, N. J., Oct. 14, 1955. Q49:371 
Meadville, Pa., Nov. 2, 1955. Q49:371 
Hydrants, too near Fire. Q49:307 
Hydraulic Fluids, Ignition by Compression. 
Q49 :22 
Hydrides, Properties of. Q49:167 
Hydrocarbons, Properties of. Q49:167 
Hydroformer, Origin of Whiting Fire. Q49:79 
Hydrosulfides, Properties of: Q49:168 
Hydrosulfites, Properties of. Q49:168 
Hydroxides, Properties of. Q49:169 
Hyponitrites, Properties of. Q49:170 
Hypophosphites, Properties of. Q49:170 
Hyposulfites, Properties of. Q49:170 


I 


Improved Risk Mutuals: Q49:123 

Incendiary, Suspicious Fires: Q49:193, 317, 
346, 347, 387 

Incinerators, Faulty: Q49:314, 342, 368, 387 

Industrial Fire Brigades. See Brigades 

Industrial Fire Losses of 1955. Q49:289 


Industry Fire Policy, Steps in Developing. 
By Lowe H. Wiggers. Q49:39 


Industrial Plant, Fire Safety Program for. 
49:1 


Insecticides, Fires Involving. Q49:356 
Insecticide Warehouse. See Warehouse 


Institutional Properties. See Homes for Aged, 
Hospitals, Nursing Homes, Prisons, etc. 


Insulated Metal Roof Deck Fire Tests. By J. 
A. Wilson. Q49:92 


Insulation: 
Cork, Fires Involving: Q49:350, 383 
Glass Fibre in Fires. Q49:382 
Paper-covered Batts in Fires: Q49:279, 305 
Interior Finish, Combustible. See Fibreboard 
and Plywood 
Iodates, Properties of. Q49:170 
Iodides, Properties of. Q49:170 
Iodine, Properties of. Q49:167 


J 


Jewelry Stores. See Stores 
Jones, Clark F. Q49:87 
Jute Bags. See Spontaneous Ignition 


L 


Lactates, Properties of. Q49:170 


Ladders, Aerial, Lack of a Handicap: Q49: 


294, 342, 376 
Lamps. See Light Bulbs 
Laundry Fires, Large Loss: 
Los Angeles, Calif., Nov. 15, 1955. Q49:386 
Topeka, Kans., Dec. 27, 1955. Q49:387 
Leather Working Plant Fires, Large Loss: 
Sugar Hill, Ga., Oct. 29, 1955. Q49:299 
Taunton, Mass., March 2, 1955. Q49:298 
Le Laboratoire du Feu de Bellevue. Q49:245 
Lies Dale, Fires Caused by: Q49:298, 345. 
ove 
Lightning, Cause of Fire: Q49:193, 299, 305, 
338, 356 
Lime. See Quicklime 
Lindlof, James A. Q49:52 
Liquefied Petroleum Gas. See Gas 
Liquids. See Flammable Liquids 
Losses, Fire, in U. S. 1954. Q49:186 
LP Gas. See Gas 
Lumber Yard and the Community. By William 
G. Schultz. Q49:23 
Lumber Yard Fires, Large Loss: 
Fort Bragg, Calif., Oct. 30, 1955. Q49:376 
Hamilton, Ont., June 14, 1955. Q49:375 
New York (Brooklyn), N. Y., Dec. 26, 1955. 
Q49 :376 
New York (Queens), N. Y., May 15, 1955. 
Q49 :375 
San Jose, Calif., April 14, 1955. Q49:375 
Wethersfield, Conn., May 20, 1955. Q49:375 


M 


Magnesium 
Fires Involving: Q49:153, 385 
Properties of. Q49:176 
Malonates, Properties of. Q49:173 
Manganates, Properties of. Q49:173 
Maralog. Q49:107 
Marathon Corporation. Q49:106 
Marquisette. See Clothing Flammability 
Matches. See Smoking 
MeDonald, B. A. Q49:16 
MeDowell, Carl E. Q49:31 
Meat Packing Plants. See Food Pioducts 
Mercaptans, Properties of. Q49:173 
Metal Powders. See Powders 
Metal Roof Decks, Fire Tests of. Q49:92 
Metal Sheet. See Water Damage 
Metals, Properties of. Q49:173 
Metalworking (Electrical Appliances, Equip- 
ment) Fires, Large Loss: 
Grand Haven, Mich., Sept. 7, 1955. Q49:299 
Manville, R. I., Sept. 12, 1955. Q49:299 
Metalworking (Foundry) Fire, Large Loss: 
East Los Angeles, Calif., Aug. 10, 1955. 
Q49 :300 
ire (Machine Shops) Fires, Large 
SS: 


Chanute Air Force Base, IIll., Sept. 6, 1955. 
Q49 :300 

Columbia City, Ind., May 5, 1955. Q49:300 

Inglewood, Calif., Oct. 28, 1955. Q49:301 
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eaeeiing (Magnesium Fires) Fire, Large 
SS: 
Putnam, Conn., Aug. 19, 1955. Q49:301 
Metalworking (Metal Plating) Fire, 
Loss: 
Los Angeles, Calif., Sept. 11, 1955. Q49:301 
meawaning (Steel Fabrication) Fires, Large 
Loss: 
Montreal, Que., Dec. 22, 1955. Q49:301 
coteenaes (Steel Fabrication) Fires, Large 
OSS: 
~~ Donegal Twp., Pa., Jan. 11, 1955. Q49: 


Large 


Enola, Pa., May 11, 1955. Q49:303 
Fullerton, Calif., April 3, 1955. Q49:302 
Gnadenhutten, Ohio, March 14, 1955. Q49:302 
Hatboro, Pa., Feb. 16, 1955. Q49:302 
Milwaukee, Wis., Nov. 9, 1955. Q49:303 
Methyl Chloride, Properties of. Q49:267 
Military Officers Club. See Clubs 
Mining Property (Coal) Fire, Large Loss: 
Splashdam, Va., Dec. 20, 1955. Q49:303 
Monochlorodifiluoromethane, Properties of. 
Q49 :267 
Morton, Henry. Q49:22 
Motion Picture Theatre Fire, Large Loss: 
Babylon, N. Y., April 5, 1955. Q49:387 
Motors, Electrical. See Electrical Fires 
Moulton, Robert S. Q49:204 


Multiple Occupancy Stores. See Stores 


N 


National Cargo Bureau. Q49:31 
National Electrical Code. Q49:16 


NFPA Board of Directors Meetings. See Board 
of Directors 


Night Clubs. See Clubs 

Ninon-acetate. See Clothing Flammability 
Nitrate, Properties of. Q49:250 

Nitrides, Properties of. Q49:254 

Nitriles, Properties of. Q49:254 

Nitro Compounds, Properties of. Q49:254 
Nylon. See Clothing Flammability 


Oo 


om ancies, Retimates of 1954 Fire Expe- 
rience by. Q49: 


Occupancies. See rt 7 7 Occupancies 


Occupants Fought Fire, Delayed Alarm: Q49: 
280, 299, 300, 302, 305, 338, 342, 347, 348, 352, 
353, 371, 380, 382, 387, 390 


Office Building and Bank Fires, Large Loss: 
Casper, Wyo., Jan. 21, 1955. Q49:387 
Lowell, Mass., Dec. 26, 1955. Q49:387 

Officers’ Club. See Clubs 

Oil and Gas Well Fires, Large Loss: 
Silver, Texas, March 2, 1955. Q49:389 
St. John, N. B., April 12, 1955. Q49:389 

Oil-soaked Floors, Walls. See Floors 

Oil Refinery. See Refineries, Petroleum 


Oil Stoves. See Stoves; Heating and Cooking Equip- 
ment 


Oily Rags. See Spontaneous Ignition 
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Oklahoma Agricultural and Mechanical Col- 
lege. 9:125 
Oleates, Properties of. Q49:254 


Openings, Horizontal and Vertical, Substand- 
ard Protection: Q49:291, 314, 320, 339 


Openings, Horizontal and Vertical, Unpro- 
tected: Q49:296, 297, 313, 314, 315, 316, 320, 
321, 326, 327, 328, 329, 331, 333, 334, 338, 339, 
341, 350, 351, 358, 361, 365, 366, 368, 370, 371, 
372, 380, 386, 387 


Open Lights, Flames, Sparks, Fires Caused 
by. Q49:193 

Oregon State Board of Forestry. Q49:240 

Organdy. See Clothing Flammability 

Orlon. See Clothing Flammability 

Outside Sprinklers. See Sprinklers 

Outside Storage, Fires Involving. Q49:345 

Ovens, Drying, Involved in Fires. Q49:319 

Ovens, Overheated, Defective. Q49:307 

Oxalates, Properties of. Q49:254 

Oxides, Properties of. Q49:255 

Oxidizing Agents, Properties of. Q49:255 


Oxygen, Compressed, Esca During Fire: 
49 :375, 385 ” . 


¥ 


Paint and Varnish Plant Fires, Large Loss: 
San Francisco, Calif., Sept. 23, 1955. Q49:304 
Toledo, Ohio, Sept. 14, 1955. Q49:303 

Palmitates, Properties of. Q49:256 

Panic, During Fire: Q49:281, 285 

Paper Warehouse. See Warehouse 

Paper Working Plant Fires, Large Loss: 

Cly, Pa., Jan. 19, 1955. Q49:304 
Fort Francis, Ont., Feb. 7, 1955. Q49:305 
Joliet, Ill., Feb. 4, 1955. Q49:305 
Pawtucket, R. I., July 6, 1955. Q49:305 
Partial Fire Detection Systems. See Detection 
System 
Partial Sprinkler Systems. See Sprinklers 
Passageways Between Buildings, Fire Spread: 
Q49 :296, 299, 329, 354, 368 
Penthouses, Ignited by Exposure Fires. See 
Roof Structures 

Peracetic Acid, Properties of. Q49:269 

Perborates, Properties of. Q49:256 

Perchlorates, Properties of. Q49:256 

Perchloric Acid, Properties of. Q49:259 

Permanganates, Properties of. Q49:257 

Permanganic Acid, Properties of. Q49:260 

Peroxides, Properties of. Q49:257 

Persulfates, Properties of. Q49:260 

Persulfuric Acid, Properties of. Q49:260 

Phosphates, Properties of. Q49:260 

Phosphides, Properties of. Q49:260 

Phosphorus, Properties of. Q49:261 

Phthalates, Properties of. Q49:261 

Picramates, Properties of. Q49:262 

Pier Fires, Large Loss: 

Charleston, S. C., June 17, 1955: Q49:4, 390 
Jersey City, N. J., Sept. 14, 1955. Q49:391 
Newark, N. J., April 8, 1955. Q49:390 

San Francisco, Calif., April 1, 1955. Q49:390 

Pipes, Thawing, Fires Caused by. Q49:193 

Plasterboard Plant Fire, Large Loss: 
Redwood City, Calif., June 23, 1955. Q49:307 
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Plastics Fabricating Plant Fires, Large Loss: 


Russellville, Ala., Nov. 25, 1955. Q49:307 
Plastics, Fires Involving: Q49:292, 311 
Plastics Manufacturing Plant Fires, Large 


Loss: 
Rosslyn Station, Pa., Aug. 26, 1955. Q49:307 
Plumbing Supplies Warehouse. See Warehouse 


Plywood, Influenced Fire Spread: 9 :297, 
W'342, $82, 385 ” a 


Plywood Plants. See Woodworking Plants 
Potassium Perchlorate, Properties of. Q49:256 
Powders, Metal, Properties of. Q49:173 


Practical Gas _ Design. By Richard L. 
Stone. Q49:6: 


Pressure Tank -~ See Sprinklers 


Prevention, Fire, Importance of. By Charles 
A. Harrell. Q49: 


Proprionates, Properties of. Q49:262 


Enns Public Fire, ge Q49:295, 297, 
8, 299, 303, 305, 322; 370, 


oy Public Fire, Poor oeet Alarm Re- 
sponse: Q49:297, 347 


ra. Public Fire, Weak: Q49:299, 325, 


Prussing, George F. Q49:11 
Public Fire Protection. See Protection 
Publicizing Your Plant Fire Safety. Q49:106 
Pumps, Fire: 
Failure During Fire: Q49:307, 320, 318, 392 
“=! Pas: Q49:299, 314, 315, 316, 320, 348, 


Purdue University Engineering E i t 
Station. Q49: 241 ” ii areas 


Q 
Quicklime, Fire Cause. Q49:295 


Rackets, Fire Protection. Q49:9 
Radioactive Materials, Properties of. Q49:262 
Rags Warehouse. See Warehouse 


Rayon Plant Fire, ae ae 
Woodworth: Q49:47, 


Rayon. See Clothing ccm 

Records, Improper Storage: Q49:365, 387 

Refineries, Petroleum, Fires, Large Loss: 
Warren, Pa., Oct. 30, 1955. Q49:311 
Whiting, Ind., Aug. 27, 1955: Q49:79, 309 
Wilmington, Calif., July 22, 1955. ae: 309 


Refinery, Vegetable, Fire, Large Loss 
Minneapolis, Minn., Feb. 14, 1955. O49: 311 


Refrigerants, Properties of. Q49:265 
Research, Fire: Part 1: Q49:15, Part 2: 233 


Residential Properties. See Apartments, Dwell- 
ings, Dormitories, Hotels, etc. 


Resin. See also Spontaneous Ignition 
Resinates, Properties of. Q49:268 
Resins, Properties of. Q49:268 


Resonant Heating — A Gauss of Explosions. 
Henry Morton. Q49: 


Responsibilities of Electrical Inspectors. By 
. A. McDonald. Q49:1 


Restaurant Blast Kills Talim: By Clark 
F. Jones. Q49:87 
Restaurants, Large Loss Fires: 
Andover, Ohio, Aug. 10, 1955. Q49:87 
Newport, R. I., Nov. 25, 1955. Q49:341 
Nicolet, Que., Mar. 21, 1955. Q49:340 
Seaside Heights, N. J., June 9, 1955. Q49:340 


By Miles E. 
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Rivets, Cause of Fire. Q49:364 

Roof Decks, Metal, Fire Tests of. Q49:92 

Roofing. See Built-up Roofing 

Roof Spaces. See Attics and Roof Spaces 

Roof Structures, Ignition by Exposure Fires. 
Q49 :339 


Roofs, Wood, on Fire-resistive Buildings. 
Q49 :370 


Rubber Fabricating Plant Fire, Large Loss: 
Atlanta, Ga., Dec. 17, 1955. Q49:311 

Rubber, Fires Involving. Q49:338 

Rubber Warehouse. See Warehouse 

nes. Factor in Exposure Fires: Q49:343, 


Rubbish, Ignition by Cigarettes. Q49:220 


Rubbish, Trash Fires: Q49:193, 297, 298, 300, 
345, 347, 353, 376 


Rugs Warehouse. See Warehouse 


Ss 
Safer Stowage of Hazardous Cargoes on Ships. 
By Carl E. McDowell. Q49:31 

Salicylates, Properties of. Q49:269 

Saw and Planing Mills. See Woodworking Plants 

School Fires, Large Loss: 
Anchorage, Alaska, Nov. 1, 1955. Q49:366 
Carmi, Ill., Jan. 3, 1955. Q49:364 
Elberton, Ga., Nov. 7, 1955. Q49:366 
Harrisburg, Ill., Jan. 1, 1955. Q49:364 
Independence, Iowa, Feb. 23, 1955. Q49:365 
Longueiul, Que., Feb. 4, 1955. Q49:364 
Milan, Tenn., Nov. 16, 1955. Q49:366 
Stockton, Ill., Dec. 4, 1955. Q49:366 
Waterbury, Conn., May 17, 1955. Q49:365 

Schools. See also Colleges 

Schultz, William G. Q49:23 

Segal, Louis. Q49:213 

Sewers, Vapors from, Possible Source of Fire. 

Q49 :87 


Shafts. See Openings 
Sheet Metal. See Metal 
Ship Fires, Large Loss: 
Off Delaware, Nov. 13, 1955. Q49:392 


Ships, Safer Stowage of Hazardous Cargoes 
on. By Carl E. McDowell. Q49:31 


Shipyard Fires, Large Loss: 
Bay City, Mich., Feb. 2, 1955. Q49:312 
Lauzon, Que., Oct. 27, 1955. Q49:312 
Shoe Stores. See Stores 
Skyscraper Fire, Frontispiece: Q:49:79, 324 
Sloatsburg Dye Works Fire: Q49:61, 314 
Smoke, Not Reported, Alarm Delayed. Q49:338 


Smoking and Matches, Fires Caused by: Q49: 
193, 347, 368, 370, 382 


Smoking, Cigarette Fire Mechanisms. Q49:213 
Sodium Nitrate: 

Fires Involving. Q49:347 

Properties of. Q49:251 
Southwest Research Institute. Q49:125 
Sparks, Fireplace, Cause of Fire. Q49:282 
Sparks, Friction: 

Dust, Ignition by. Q49:295 

Fires Caused by. Q49:193 

Flammable Liquids, Ignition by. Q49:296 

Sparks, Roof Ignition by. Q49:193 
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Sparks, Static, Igniting Flammable Liquids. 
Peg4s:31) 


Spiegelman, Arthur. Q49:223 
Spontaneous Ignition: 

Fires Caused by. Q49:193 

Jute Bag Fires. Q49:348 

Oily Rag Fires. Q49:355 

Resin Fires. Q49:318 

r nishing, 8 $ : » " 
Sp ay Tunis g, Substandard: Q49:298, 316 


Sprinklers Beyond the water Mains. By 
Robert S. Moulton. Q49:204 
Sprinklers 
Exposure Protection, Inside: Q49:295, 299, 
327, 375 


Exposure Protection, Outside: Q49:339, 380 


Lack of: Q49:78, 285, 291, 295, 296, 297, 299, 
300, 301, 302, 303, 304, 305, 307, 312, 313, 315, 
316, 317, 318, 320, = 322, 324, 326, 327, 328, 
3 1, 337, 338, 339, 340, 341, 342, 
343, 345, 346, 347, 350, 351, 352, 353, 354, 355, 
3 7, 358, 359, 361, 362, 364, 365, 366, 368, 
370, S71 372, 373, 374, 375, 377, 379, 380, 382, 
383, 385, 386, 387, 389, 390, 391, 392 


Partial, Effective: Q49:297, 298, 299, 303, 305, 
322, 370, 380 

Partial, Fires Originating in Wypeeiiones 
Areas: Q49:300, 339, 370, 386, 387 


Pressure Tank Systems: Q49:204, 386 
Satisfactory Performance: Q49:302, 311 
Soda-acid Systems in Fires. Q49:311 
Unaatiotectoey ape arnaenee: Q49:61, 291, 
292, 294, 296, 297, 299, 304, 305, 307, 313, 314, 
315, 316, 317, sis: 319, 320, 352, 359, 362, 392 
Stable Fire, Large Loss: 
Livonia, Mich., Nov. 18, 1955. Q49:392 
Stairways. See also Openings 
Standpipe and Hose: 
Lack of: Q49:299, 305, 382 
Satisfactory Performance: Q49:294, 324, 356 


Unsatisfactory Performance: Q49:305, 318, 
320, 321, 333, 347, 350, 356, 365, 390 


Stanford Research Institute. Q49:125 

Stannates, Properties of. Q49:269 

Static Sparks. See Sparks 

Steam Pipes, Fires Caused by. Q49:331 

Stearates, Properties of. Q49:269 

Stone in Developing an Dey Fire Policy. 
y Lowe H. Wiggers. Q49:3 

i... Richard E. Q49:277 


Storage, or bone ais Influencing Fire Spread: 
Qi9'a01, 302, 313, 314, 329, 345, 350, 352, 355, 


Storage. See also Warebouses 


Stores: 


Clothing and Dry Goods, Fires: 
Atlanta, Ga., Nov. 30, 1955. Q49:325 
Carbondale, Pa., Feb. 4, 1955. Q49:324 
Chicago, Ill., July 15, 1955: Q49:78, 324 
Philadelphia, Pa., Jan. 28, 1955. Q49:324 
Sorel, Que., Dec. 17, 1955. Q49:325 
Department Stores, Editorial. Q49:200 
Department Store Fires: 
Elkhart, Ind., Dec. 23, 1955. Q49:328 
Enid, Okla., April 15, 1955. Q49:327 
Franklin, Ind., Nov. 25, 1955. Q49:328 
Frederick, Md., Jan. 31, 1955. Q49:325 
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Millerton, N. Y., March 23, 1955. Q49:326 

Montreal, Que., Dec. 19, 1955. Q49:328 

Winchester, Va., Sept. 24, 1955. Q49:327 
Five Cent to a Dollar Fires: 

Flat River, Mo., Nov. 28, 1955. Q49:329 

Northampton, Mass., Jan. 1, 1955. Q49:329 


Food Store Fires: 
Bluefield, W. Va., March 19, 1955. Q49:329 
East Farmingdale, N. Y., March 13, 19565. 
Q49 :329 
Massapequa, N. Y., June 12, 1955. Q49:329 
Trevose, Pa., Nov. 11, 1955. Q49:329 


Furniture Store Fires: 
Beaumont, Texas, March 15, 1955. Q49:331 
Boston, Mass., March 14, 1955. Q49:331 
Decatur, Ala., March 28, 1955. Q49:333 
El Reno, Okla., June 27, 1955. Q49:333 
Hempstead, N. Y., Nov. 13, 1955. Q49:334 
Milwaukee, Wis., Feb. 21, 1955. Q49:331 
San Diego, Calif., Jan. 4, 1955. Q49:329 
Sharon, Pa., Oct. 10, 1955. Q49:333 
Shenandoah, Pa., Feb. 4, 1955. Q49:331 


Hardware Store Fires: 
Lynchburg, Va., Dec. 21, 1955. Q49:337 


Jewelry Store Fires: 
Allentown, Pa., Oct. 10, 1955. Q49:337 
Manchester, N. H., March 2, 1955. Q49:337 
Newark, N. J., Jan. 28, 1955. Q49:337 


Multiple Occupancy Store Fires: 
Freeport, Ill., April 9, 1955. Q49:339 
Hackensack, N. J., Aug. 12, 1955. Q49:340 
Lowell, Mass., March 11, 1955. Q49:339 
McKeesport, Pa., Feb. 12, 1955. Q49:338 
New York (Brooklyn), N. Y., Jan. 12, 1955. 
Q49 :338 


Saugus, Mass., Feb. 10, 1955. Q49:338 

Union City, Ind., March 11, 1955. Q49:338 
Shoe Store Fires: 

Findlay, Ohio, Oct. 25, 1955. Q49:341 


Supermarket Fires: 
Fairborn, Ohio, March 3, 1955. Q49:342 
Hazel Park, Mich., Nov. 7, 1955. Q49:343 
Livonia, Mich., Nov. 28, 1955. Q49:343 
Phoenix, Ariz., Feb. 7, 1955. Q49:341 
Pine Lawn, Mo., Oct. 15, 1955. Q49:343 
Shawnee Twp., May 19, 1955. Q49:342 
See also Conflagrations 
See also Restaurants 
Stoves, Oil, Fires Caused by. Q49:297 
Styphnates, Properties of. Q49:269 
Sulfates, Properties of. Q49:270 
Sulfides, Properties of. Q49:270 
Sulfur Dioxide, Properties of. Q49:267 
Sulfur, Fires Involving. Q49:356 
Supermarkets. See Stores 
Sweaters. See Clothing Flammability 


T 


Tall Buildings. See Buildings 
Tartarates, Properties of. Q49:270 
Terminal Warehouses. See Warehouse 


Texas Forest Service, Research and Education 
Department. Q49:241 
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Textile Plant Fires, Large Loss: 
Canton, Ga., June 29, 1955. Q49:315 
Collinsville, Mass., May 27, 1955. Q49:315 
Freetown, Mass., Dec. 14, 1955. Q49:316 
Front Royal, Va., May 12, 1955: Q49:47, 292, 
Greenville, Ill., Jan. 3, 1955. Q49:313 


Mechanicsville, Conn., Aug. 20, 1955: Q49: 
155, 315 


Newark, N. J., Feb. 18, 1955. Q49:314 

Owosso, Mich., Feb. 10, 1955. Q49:313 

Philadelphia, Pa., Feb. 19, 1955. Q49:314 

Sloatsburg, N. Y., March 19, 1955. Q49:314 

Towanda, Pa., Sept. 12, 1955. Q49:315 
Textiles, Flammability in Clothing. Q49:223 
Theatres. See Motion Pictures 


Torches, Cutting and Welding, Fires Caused 
by: Q49:47, 78, 193, 292, 302, 304, 305, 321, 
322, 324, 350, 373, 390 


Torches. See also Pipes, Thawing of 

Training, Employee. See Employee Training 

Trash, Ignition by Cigarettes. Q49:220 

Trash. See Rubbish 

Trichloroethylene, Properties of. Q49:268 

Trichloromonofluoromethane, Properties of. 
Q49 :268 


Sa eaaeeane, Properties of. Q49: 
26 


Tunnel Fire, Large Loss: 
Alderpoint, Calif., June 30, 1955. Q49:392 


U 


Underwriters’ Laboratories, Inc. Q49:128 

Underwriters’ Laboratories of Canada. Q49:149 

University of Maryland Fire Service Exten- 
sion Department. Q49:124 

Upholstery, Ignition by Cigarettes. Q49:219 

U. S. — of Agriculture, Forest Serv- 
ice. Q49:1 

U. S. hence of Commnens, National Bu- 
reau of Standards. Q49:1 

U. S. Naval Civil rice 
Evaluation Laboratory. 9:1 

U. S. Naval Research a Chemistry 
ae” Engineering Research Branch. 

U. S. Navy, Material Laboratory. Q49:148 


ae and 


v 


Vacant Building Fire, Large Loss: 
Minneapolis, Minn., May 6, 1955. Q49:392 
Varnish Plants. See Paint 
Vegetation, Ignition by Cigarettes. 
Ventilating Ducts. See Ducts 
Vents, Explosion, 
Lack of. Q49:354 
Satisfactory Performance. Q49:311 
Vents, Gas Appliance. Q49:68 
Vertical Openings. See Openings 


Q49 :220 


w 


Wall and Ceiling Concealed Spaces, Nonfire- 
stopped: Q49:324, 329, 331, 334, 338, 341, 
— "5s, 364, 365, 366, 370, 377, 380, 382, 383, 


Walls: 
Blank, Fire Fighting Handicap: Q49:305, 
342, 383 


ees. Collapse of: Q49:315, 331, 350, 


Fire Division, Effective: Q49:303, 313, 315, 
Pg 325, 328, 330, 339, 347, 350, 351, 352, 353. 


Fire Division, Ineffective: Q49:291, 297, 313, 
318, 322, 385, 392 

Fire Division, Lacking: Q49:295, 299, 300, 
301, 302, 305, 311, 315, 316, 318, 319, 320, 322, 
329, 341, 342, 343, 345, 347, 348, 350, 353, 358, 
a 361, 362, 371, 372, 373, 374, 383, 385, 389, 


Fire Division, Ob anes Unprotected: Q49: 
291, 295, 297, 299, 302, 305, 311, 313, 316, 321, 
345, 348, 357, 364, 366 


Fire Division, Substandard: Q49:297, 305, 
- 318, 319, 324, 327, 333, 337, 338, 341, 361, 


Oil-Soaked. See Floors 

Pier Substructure: 
Effective. Q49:321 
Lack of: Q49:390, 391 


Warehouses: 


Building Materials Storage Fires: 
Childersburg, Ala., Dec. 7, 1955. Q49:345 
Los Angeles, Calif., July 12, 1955. Q49:345 
Stillwater, Minn., May 16, 1955. Q49:345 

Cotton Storage Fires: 

Sudan, Texas, Nov. 22, 1955. Q49:345 


Department Store Storage Fires: 
Lansing, Mich., April 29, 1955. Q49:345 


Electrical Equipment Storage Fires: 
aie Monica, Calif., April 30, 1955. Q49: 


York Twp., Ont., Feb. 12, 1955. Q49:346 


Fertilizer Storage Fires: 
Pensacola, Fla., Jan. 28, 1955. Q49:347 


Food and Groceries Storage Fires: 
Evansville, Ind., July 19, 1955. Q49:350 
Hammond, Ind., May 5, 1955. Q49:347 
Lodi, Calif., April 15, 1955. Q49:350 
Oakland, Calif., July 4, 1955. Q49:348 
Poplar Bluff, Mo., April 8, 1955. Q49:347 
Sebastopol, Calif., Aug. 31, 1955. Q49:350 
Toronto, Ont., June 22, 1955. Q49:348 


Furniture Storage Fires: 
Allentown, Pa., May 21, 1955. Q49:352 
Albuquerque, N. M., Oct. 24, 1955. Q49:352 
Regina, Sask., Jan. 28, 1955. Q49:350 
Richmond, Va., Feb. 15, 1955. Q49:351 
Richmond, Va., May 8, 1955. Q49:351 
Tucson, Ariz., Nov. 8, 1955. Q49:353 
Glue Storage Fires: 
Philadelphia, Pa., Aug. 10, 1955. Q49:353 
Grain Storage Fires: 
Plainview, Texas, Nov. 5, 1955. Q49:354 
Potlatch, Idaho, Sept. 13, 1955. Q49:354 
Waynesboro, Ga., May 25, 1955. Q49:354 


Hardware Storage Fires: 
Calgary, Alta., April 6, 1955. Q49:355 
Lansing Twp., Mich., Dec. 9, 1955. Q49:356 
Washington, D. C., Dec. 12, 1955. Q49:356 
Insecticide Storage Fires: : 
Tampa, Fla., July 1, 1955. Q49:356 
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Miscellaneous Storage Fires: 
Chicago, Ill., July 7, 1955. Q49:362 
Duncan, Okla., July 12, 1955. Q49:362 
Middletown, Ohio, Feb. 5, 1955. Q49:361 
Paper Storage Fires: 
Muncie, Ind., Feb. 9, 1955. Q49:357 
Reading, Pa., Nov. 29, 1955. Q49:358 


Plumbing Supply Storage Fires: 
New York (Manhattan), N. Y., Nov. 2, 
1955. Q49:358 
Wilkes-Barre, Pa., Feb. 5, 1955. Q49:358 


Rag Warehouse Fires: 
Baltimore, Md., July 19, 1955. Q49:359 


Rubber Storage Fires: 
New York (Manhattan), N. Y.. June 23, 
1955. Q49:359 
Rug Storage Fires: 
Columbus, Ohio, Jan. 31, 1955. Q49:361 
Milltown, N. J., April 1, 1955. Q49:361 


Terminal Warehouse Fires: 
Chicago, Ill., Dec. 26, 1955. Q49:361 
Washington Division of Forestry. Q49:148 


Wastebaskets, Ignition by Cigarettes. Q49:220 
Watchman: 
Substandard Protection: Q49:300, 302, 316, 


317, 322, 324, 345, 350, 354, 356, 358, 361, 362, 
370, 373, 375, 380, 387 


Unsatisfactory Performance: Q49:320, 345, 
348, 361, 362, 372, 375, 376, 382 


See also Detection, Delayed, Factor in Fire Expe- 
rience 


Water Damage, Sheet Metal. Q49:302 

Water Spray Protection, Fixed, Lack of at 
Fires. Q49:309 

Water Supplies: 


Public Supply Inadequate: Q49:305, 315, 318, 
321, 325, 334, 338, 345, 354, 357, 370, 371, 386 


Private Supply Inadequate: Q49:303, 305, 
307, 318, 320, 361, 368, 376 


Wayside Inn Fire: Q49:198; Q49:386 
Wearing Apparel: 

Flammability of. Q49:223 

See also Fatalities, Wearing Apparel 
Welding Torches. See Torches, Cutting 


Whiting Refinery Fire. By Miles E. Wood- 
worth. Q49:79 








Wiggers, Lowe H. Q49:39 
Wilson, J. A. Q49:92 
Windows: 
Blocked, Handicap in Fire Fighting: Q49: 
342, 350, 355, 356, 362 


Glass Block, Factor in Exposure Fires: Q49: 
327, 353, 377, 382 


Ordinary Glass, Fire Spread Through: Q49: 
317, 338, 339, 342, 347, 350, 351, 352, 358 


Wired Glass, Effective Performance. Q49:351 
Wired Glass, Ineffective: Q49:347, 375 
Wiring. See Electrical Fires 
Wood Dust. See Dust 
Woodworking Plants: 


Boat Factory Fires: 
Baltimore, Md., Feb. 12, 1955. Q49:317 
Peshtigo, Wis., March 26, 1955. Q49:316 
Building Supplies Manufacturing Fires: 
Kalamazoo, Mich., Oct. 26, 1955. Q49:318 
Newark, N. J., June 4, 1955. Q49:317 


Cork Insulation Board Manufacturing Fires: 
Kearny, N. J., Aug. 5, 1955. Q49:318 


Furniture Factory Fires: 
Hazelwood, N. C., Nov. 30, 1955. Q49:319 
Lewisburg, Pa., Jan. 7, 1955. Q49:318 


Hardwood Turning Plant Fires: 
Woodstock, Me., Feb. 7, 1955. Q49:320 


Plywood Factory Fires: 
Conway, S. C., May 15, 1955. Q49:320 


Saw and Planing Mill Fires: 
Daisy, Ky., Nov. 30, 1955. Q49:322 
Flagstaff, Ariz., Oct. 21, 1955. Q49:322 
Marysville, Wash., May 6, 1955. Q49:320 
New York (Brooklyn), N. Y., May 12, 1955. 
Q49 :320 


Oil City, Pa., Aug. 20, 1955. Q49:321 
Rainier, Ore., Aug. 21, 1955. Q49:321 
Vancouver, B. C., Sept. 10, 1955. Q49:322 


Woodworth, Miles E.: Q49:47, 79 


Y 


Yockers, Joe R. Q49:213 





